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J®fCRA.®U?{ FOE: Chief, Security Office 

Ph/sleal Seeurity Division, Survey Branch 

ATTESTIOH i d ... 

Room 4E05 

SUBJECT » Storage of a.aaaified 'Xype f&terials at AEBEEHIVE 

1* la accordance with the request aade in your coiarersatioa with 
Ann 3t;m(i!er of this office c® 25 JJeptemher, regarding the storage of clas- 
sified type materials at AEBIEHriTE offices in New Ibrk, following is the 
information regarding the model, slaw and classification of the safe 
presently being used* Although none of the papers stored In this safe 
carries a classlfl cation stamp, much of the Infomaatlon is of a classified 
nature. 

Model * Jtoaler Safe Cempany 

Slae : Length - 33"} Width - 24i"} Height - 29’* 

Clasalflcatlon t Onderwr* Labor. Fire Classif. C, No. 50001 
S.M.S.A. Spec. Fl-D IX-111332 
S,M,N.A. OUss C Cat.Ifo, CF-2 

2, Please contact iC- -Cjt* on extension 716S, Room 5B0003, when 
you are ready to continue discussions regarding gaeasiires idilch can be taken 
to further insure the security of the classifi^ type informti^ stored In 
the AEBEEHTJE office safe. 


C_. _ j 

Chief, SB/di 
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